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9004270272 LER 90-004-00:on 900324,standby diesel generator inadvertently started
when   maint technician  connected   test   instrument  across   ESFAS   slave   relay
contact.Caused by performing surveillance out of sequence. W/900423 Itr.
AYALA.CA, VAUGHN.G.E. Houston Lighting & Power Co. 90/04/23. 5pp. 53602:297-
53602:301.

0005080001 LER 90-005-00:on 900329,feedwater booster pump 11 tripped upon actu-
ation of ground fault relay & standby pump 13 started but did not deliver sufficient
ftow to prevent trip. Cause not found.lnlet filters to be cleaned.W/900502 Itr.
AYALAC., VAUGHN.G.E. Houston Lighting & Power Co. 90/05/02. 6pp. 53742:288-
53742:293.

V. Operator Examinations

9005040149 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS,SJ. Region 4, Ofc of the Director. 90/04/26. HALL.D.P. Houston Lighting &
Power Co. 1p. 53739:080-53739:080.

9005040186 Forwards Requalification Exam Repts 50-498/OL-90-01 & 5Q-499/OL-90-
01 during wks of 900312 & 19.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/27. HALL.D.P. Houston Lighting &
Power Co. 4pp. 53738:248-53738:261.

-9005040188 Requalification Exam Repts 50-498/OL-90-01 & 50-499/OL-90-01 on
900312-23.Exam results:two reactor operators & two senior reactor operators failed
written exam & others determined to be satisfactory.

KENNEDY.K.M.,   PELLET,J.L   Region  4,  Ofc  of  the   Director.   90/04/24.   10pp.
53738:252-53738:261.

9005160284 Informs that all four util employees passed requalification exam adminis-
tered on 900427.

COLLINS.SJ. Region 4, Ofc of the Director. 90/05/10. HALL.D.P. Houston Lighting &
Power Co. 3pp. 53835:341-53835:343.

9005240304 Provides info re generic fundamentals exam section of operator licensing
written exam scheduled for 900606. Preliminary instructions for exam listed in Encl 2.
COLLINS.S.J. Region 4. Ofc of the Director. 90/05/15. HALL.D.P. Houston Lighting &
Power Co. 4pp. 53924:216-53924:219.
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F. Security, medical, emergency & fire protection plans

9004230006 Responds to request for add! info re plant probabilistic safety assessment
fire analysis.Class 1,2 & 3 scenerios were subjected to initial quantitative screening
per applicable guidelines.

MCBURNETT.MA Houston  Lighting &  Power Co.  90/04/11.  Document Control
Branch (Document Control Desk). 14pp. 53585:051-53585:064.

9005020054 Revised EPIPs.including Rev 8 to OEPP01-ZA-0007,Rev 7 to OEPP01-ZA-
0008 & Rev 5 to OEPP01-ZA-0018.W/900424 Itr.

MCBURNETT.MA Houston Lighting & Power Co. 90/04/24.  204pp. 53671:083-
53671:286.

9005080189 Ack receipt & review of 900327 changes to emergency plan.
COLLINS.SJ. Region 4, Ofc of the Director. 90/04/27. HALL.D.P. Houston Lighting &
Power Co. 3pp. 53771:004-53771:006.

9005080235 Provides summary of expected sequence of events for updates to prompt
notification sys.

MCBURNETT.MA.  Houston Lighting & Power Co. 90/04/30.  Document Control
Branch (Document Control Desk). 4pp. 53769:295-53769:298.

9005100222 Responds to NRC 900405 Itr re violations noted in Insp Repts 50-498/90-
05 & 50-499/90-05.Corrective actions:surveillances of emergency response equip-
ment in technical support ctrs performed to ensure that emergency requirements sat-
isfied.

VAUGHN.G.E. Houston Lighting & Power Co. 90/05/07. Document Control Branch
(Document Control Desk). 6pp. 53795:355-53795:360.

9005110146 Ack receipt of 900323 Itr advising NRC that primary emergency broadcast
sys radio station in Bay City.TX.which supports util prompt notification sys.will begin
outage on 900501 .Listed actions acceptable.

COLLINS.SJ. Region 4. Ofc of the Director. 90/05/07. HALL.D.P. Houston Lighting &
Power Co. 3pp. 53812:141-53812:143.

9005230212 Clarifies operation of telephone autodialer sys.as part of prompt notification
sys.Autodialer sys.as currently configured.can autodial & deliver prerecorded message
to residents at rate of approx 20 calls per minute.

MCBURNETT.MA.  Houston Lighting & Power Co.  90/05/14.  Document Control
Branch (Document Control Desk). 3pp. 53907:240-53907:242.

9005220303 Forwards Rev 16 to physical security plan.Rev withheld (ref 10CFR73.21).
MCBURNETT.MA Houston Lighting & Power Co. 90/05/16. Document Control
Branch (Document Control Desk). 2pp. 53902:196-53902:197.

9005240026 Discusses actions taken re prompt notification sys.Util found autodialer sys
offer acceptable alternative to replacing majority of tone alert radios.
MCBURNETT.MA Houston Lighting & Power Co. 90/05/16. Document Control
Branch (Document Control Desk). 2pp. 53920:348-53920:349.

H. General correspondence

9004260246 Forwards revised organization chart.correcting postion titles reflected in
900326 submittal.

MCBURNETT.MA  Houston  Lighting & Power Co.  90/04/20. Document Control
Branch (Document Control Desk). 3pp. 53626:280-53626:282.

J. Insurance & indemnity information

9005210201 Forwards Endorsements 7 & 6 to MAELU Certificates M-113 & M-116,re-
spectively & Endorsement 6 to NELIA Certificates N-113 & N-116.
MCBURNETT.MA  Houston Lighting  &  Power Co.  90/05/10.  Document Control
Branch (Document Control Desk). 6pp. 53873:338-53873:343.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list end.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004250264 Forwards draft "South Texas Project Probablistic Safety Review:Evaluation
of Internal Event Accident Frequency Estimates & Containment Binning." Number of
open items can be resolved through meeting w/NRC & Sandia.
DICK.G.F. Project Directorate IV (891001-900602). 90/04/10.  HALL.D.P. Houston
Lighting & Power Co. 3pp. 53597:275-53597:349.

-9004250266 Draft, "South Texas Project Probablistic Safety Analysis
Review:Evaluation of Internal Event Accident Frequency Estimates & Containment
Binning."

WHEELER.T.A, SYPE.T.T. Sandia National Laboratories. 90/01/23. NRC - No De-
tailed Affiliation Given. 62pp. 53597:278-53597:349.

9004230096 Forwards Amends 14 & 4 to Licenses NPF-76 & NPF-80, respectively &
safety evaluation.Amends change Tech Specs by revising Table 3.3.3.6 to eliminate
applicability of ACTION 38 to monitoring instrumentation.

DICK.G.F. Project Directorate IV (891001-900602). 90/04/13. HALL.D.P. Houston
Lighting & Power Co. 5pp. 53572:210-53572:227.

-9004230110 Amends 14 & 4 to Licenses NPF-76 & NPF-80,respectively, changing
Tech Specs by revising Table 3.3.3.6 to eliminate applicability of ACTION 38 to pres-
surizer level monitoring instrumentation.

HEBDON.FJ. Project Directorate IV (891001-900602). 90/04/13. 9pp. 53572:215-
53572:223.

-9004230117 Safety evaluation supporting Amends 14 & 4 to Licenses NPF-76 & NPF-
80,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/13. 4pp.
53572:224-53572:227.

9004270194 Application for amends to Licenses NPF-76 & NPF-80.deleting Surveillance
Requirement 4.5.1.1.d to require that each safety injection accumulator isolation valve
open automatically when RCS pressure exceeds P-11 setpoint.
VAUGHN.G.E. Houston Lighting & Power Co, 90/04/17. Document Control Branch
(Document Control Desk). 5pp. 53634:041-53634:066.

9004270275 Advises that 900326 changes to QA program consistent w/ provisions of
10CFR50.App B & acceptable.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/20. HALL.D.P. Houston Lighting &
Power Co. 4pp. 53652:003-53652:006.

9004300083 Advises that Rev 1 to WCAP-12067,Suppl 2. "Reconciliation of Fatigue
Crack Growth Results for South Texas Project Unit 1 Surge Line." will be withheld.per
10CFR2.790.

DICK.G.F. Project Directorate IV (891001-900602). 90/04/23. HALL.D.P. Houston
Lighting & Power Co. 4pp. 53655:349-53655:352,

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81 pp. 53663:001-53663:083.

9005110046 Notification of 900530-0601 meetings w/util & Sandia at plant site to dis-
cuss PRA

DICK.G.F. Project Directorate IV (891001-900602). 90/05/03. HEBDON.FJ. Project
Directorate IV (891001-900602). 4pp. 53798:229-53798:232.

9005180124 Forwards Amends 15 & 5 to Licenses NPF-76 & NPF-80. respectively &
safety evaluation.Amends clarifies potential conflicting action statements between
chemical detection sys & control room ventilation sys.

DICK.G.F. Project Directorate IV (891001-900602). 90/05/09. HALL.D.P. Houston
Lighting & Power Co. 3pp. 53877:314-53877:329.

-9005180128 Amends 15 & 5 to Licenses NPF-76 & NPF-80,respectively, clarifying po-
tential conflicting action statements between chemical detection sys & control room
ventilation sys.

HEBDON.FJ. Project Directorate IV (891001-900602). 90/05/09. 9pp. 53877:317-
53877:325.

-9005180131 Safety evaluation supporting Amends 15 & 5 to Licenses NPF-76 & NPF-
80,respecttvely.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/09. 4pp.
53877:326-53877:329.

9005220221 Application for amends to Licenses NPF-76 & NPF-80, incorporating pro-
posed change to Tech Spec 3.7.1.7 by adding Tech Spec for feedwater isolation
valves.

VAUGHN.G.E. Houston Lighting & Power Co. 90/05/11. Document Control Branch
(Document Control Desk). 8pp. 53902:286-53902:299.

-9005220159 Proposed Tech Spec 3.7.1.7 & bases re feedwater isolation valves.

*  Houston Lighting & Power Co. 90/05/11. 6pp. 53902:294-53902:299.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.idated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.
